To: Stalcup, DanafStalcup. Dana@epa.gov]; Fitz-James, Schatzi[Fitz-James. Schatzi@epa.gov] 

Cc: Zaragoza, Larry[Zaragoza. Larry@epa.gov] 

From: Wells, Suzanne 

Sent: Tue 9/22/2015 8:13:22 PM 

Subject: FW: Bi-Weekly Report - Week Ending: 09/18/2015 


Ignore my message Dana. ..your message just popped up on my screen. ..I see now that you 

sent it last week. We’ll do a better job on entries to the biweekly. © 


Suzanne Wells 

Chief, Community Involvement and Program Initiatives Branch 
Office of Superfund Remediation and Technology Innovation 
(703) 603-8863 
(703) 603-9112 (fax) 

USEPA/William Jefferson Clinton Federal Building (MC 5204P) 
1200 Pennsylvania Avenue, NW 
Washington, DC 20460 



From: Wells, Suzanne 

Sent: Tuesday, September 22, 2015 4:11 PM 

To: Stalcup, Dana; Ammon, Doug; Jeng, Richard; Fitz-James, Schatzi; Scozzafava, MichaelE; 
Zaragoza, Larry 

Subject: RE: Bi-Weekly Report - Week Ending: 09/18/2015 


My bad. We definitely should have write-ups on Gold King Mine. We could also add something 
on SWRAU. Do you want us to do some write-ups for what was done for the week ending 9/18 
that you can send to Jim, or should we just concentrate on doing a better job next time? 
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Suzanne Wells 


Chief, Community Involvement and Program Initiatives Branch 
Office of Superfund Remediation and Technology Innovation 

(703) 603-8863 
(703) 603-9112 (fax) 

USEPA/William Jefferson Clinton Federal Building (MC 5204P) 
1200 Pennsylvania Avenue, NW 
Washington, DC 20460 



From: Stalcup, Dana 

Sent: Friday, September 18, 2015 8:31 AM 

To: Ammon, Doug; Jeng, Richard; Fitz-James, Schatzi; Scozzafava, MichaelE; Stalcup, Dana; 
Wells, Suzanne; Zaragoza, Larry 

Subject: FW: Bi-Weekly Report - Week Ending: 09/18/2015 


Not much ARD stuff in here. Anne has one thing, and FMC joint Greg/Silvina. Linda F also 
mentioned the workshop that some in ARD were part of. We should discuss how we might 
ramp up. For instance, Gold King Mine spill has a large entry from ERT for their field work - 
should we have something? Updates on decision documents? Policies / other stuff? We can 
discuss. Jim does look at this. Thanks - Dana 


Dana Stalcup 

Director, Assessment and Remediation Division 
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OSWER/Office of Superfund Remediation and Technology Innovation (OSRTI) 
Desk - 703-603-8702 
Cell - 202-309-5473 


From: Skelton, Marcus 

Sent: Friday, September 18, 2015 7:14 AM 

To: OSWER OSRTI Everyone 

Subject: Bi-Weekly Report - Week Ending: 09/18/2015 


Bi-Weekly Report - Week Ending: 09/18/2015 


Nonresponsive 
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Nonresponsive 
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Nonresponsive 


Region 8 

Gold King Mine Site, Durango, CO. ERT continues to provide technical support at the Gold King Mine 
Site, in Durango, Colorado. ERT assistance has been with water treatment, rapid field water analysis, 
evaluation of options for potential actions on irrigation canals, and overall operational support. ERT is 
also assisting with the samplers and the GIS group, verifying sample locations and making results 
available to the residents and the Incident Command. 

Health & Safety Officer, Unit Command Incident Management Team. Brian Kovak arrived in Durango on 
Septembers to serve as Health and Safety Officer through September 15. He will be replaced by 
Lindsay K. Nguyen (ERT-Las Vegas) on September 14. 

AC Environmental Unit Leader. In this position, David Kappelman is reviewing data and data 
management protocols with focus on transitioning the data management role from the emergency 
response phase of operations into one Incident Command when response efforts are downsized. David 
will be replaced by Ed Gilbert (TIFSD/Technology Assessment Branch on September 9. 

Off-site Engineering/Contract Management. Greg Powell and Tom Kady, as part of the technical 
evaluation team, developed bid evaluation matrices and facilitated technical review of proposals to treat 
adit discharge water over the winter season. The top three vendors were interviewed to evaluate 
timeliness and technical competence. Recommendations were provided to the Region, based upon the 
interviews. Award is expected during the week of September 14, and the system will be operational by 
October 2015, Tom Kady completed and delivered the summary of the technical reviews for discharge 
water treatments to the Region to assist in final decisions for the selection of the treatment system, 

Animas Valley Aquifer Evaluation, Durango, New Mexico, Off Site. Greg Powell and Gary Newhart are 
evaluating groundwater data from hundreds of wells sampled north and south of Durango. Gary is now in 
Durango assisting with the groundwater and hydrology issues for Region 8. Some wells have 
MCLexceedanees, background levels of metals in aquifer system appears high. Many wells are with 
water softeners and reverse osmosis systems. Properly constructed wells are not likely to have been 
impacted by fast moving surface water slug from release. Future actions are being evaluated. Greg 
Powell spoke with Region 8 regarding flocculant addition for the emergency response water treatment on 
site. The request for information was from the Assistant Administrator's Office. Greg explained that there 
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are many difficulties applying treatment dosages in the field. A realistic explanation was provided. 
(Contacts: ERJ - Gregory W. Powell, 513-569-7537; Gary P. Newhart, 514-470-8662; David W, 
Charters, 732-906-6825; Henry Gerard, 702-784-8009; David J. Kappelman, 513-487-2886; Brian G. 
Kovak, 732-321-6609; Mark D. Sprenger, 732-906-6826; Thomas M, Kady, 732-906-6172, Region 8 
Steven Merritt, OSC, 303-312-6146) 


Non responsive 


1805539 


ED 000792 00004998-00007 



Nonresponsive 
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Nonresponsive 
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Nonresponsive 
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Nonresponsive 
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Nonresponsive 
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